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RE 
e House No. 1, c. 1881. 


OPPOSITE, CLOCKWISE FROM UPPER LEFT: Engines and Engine House No. 1, 26-30 W. Jackson Street; Fire Station No. 


4, 175 S. Kendall Street, near the turn of the century; Fire Station No. 3, 222 Cliff Street; Fire Station No. 2, 145 N. 
Washington Avenue, with a Battle Creek College building in the background. 


ABOVE: Firemen and their new Akrens Steam Fire Engine in front of Engin 
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